The Bureau is alv;ays or 

Cover the Bureau's Ass; or 

How the truth becoraes a "False Allegation" to the FBI and in its tickler, in wliat 

I think i^K.E. Long's \/riting. He war, later lui assistant director, fitting 

in the Cilbert iuitl Sullivan brass-polishing t3:-adition. 

There are references to the "autopsy" tliat are not references to the (h, 
autopsy. The second refers to it as "the oral autopsy." At most Hibert and O'lleill 
reported a casual coniment by a doctor. Reference to the report of 12/9/6':3 appears to 
be to CD 1 , 

Note in the last graf's explanation of how tht; FBI was wrong to make it appear 
not to have been wrong, the location of the incision and of the wound to which 
Dr. Perry referred is not glvem, but tliat where there is location reference, it is 
to the back, not thtj front oi' the neck. Note also tint liuiaes nciver said the wound 
referred to was "in the hi^jh back," 

The FBI faced two majoi' problems, asidij froi.i being wrong; there was no excuse 
for either the initial error or its repetition, fuid it v/as determined to suppress 
anytliing indicating a second ass^sin, Tlio autopsy proctocol v;as drafted and 
available to thw; FBI 1l/24/6’j, IJ ref m;ed a copy later ami didn't ask for it then. 

As of this date, II/1/66, I had a hotshot Baltimore Bun reporter steamed up 
and questioning; Dr, Boswell. Someone likctil Boswell ' s ballsMt explanations so well they 
leaked them to ki? before the ‘Sun's story v;as ou# iuid iu-’(s got internatio^iistribution. 
The result drew attention to the FBI's roportin.; errors. 
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Eeforenoe la aada to tba fuaation as to why 
tbo original and inaooiirato aooouat of tha autopsy oo ths 
body of the late President Eenaedy eould bo left standing 
in the FBI supplemntal report January IS, 1964, inassnob 
as the FBI admittedly reoeired the official autopsy report 
over two weeks before such date of the supplemental report. 

The FBI Mpplsmtal roport so Jgiuary IS, iFM, 
earried the statement *^iedioal examination of the »resideat*s 
body had revealed that the bullet which entered his baok had 
penetrated to a distaaoe of Usa than a finger length.” 

This statement was in referenoe to information obtained by 
Bpeoial Agents Franols Z. 0*Veill, Jr.« and James W. gibert 
on the evening of lovember S2, 1963, from Commander James J. 
Bumos, Chief PatbologUt, Bethesda Xaval Bospital, who 
eonduoted the autopsy on the body of the late President 
John F. Zennedy. 

Xmedlately after reporting this statement in 
the FBI supplemental report, there is reported infomation 
from the FBI Laboratory examination of the clothing worn 
by President Zennedy at the time of the assassination. 

It was pointed out that a slit which had the sharacteristios 
of an exit hole for a projeotile was found in the shirt of 
the late President. It wan also reported that there was 
a nick on the left side of the tie knot which PO^ibly was 
caused by tbs sans proiectile as it passed through the 
shirt. The purpose of reporting the aforementioned data 
in this fashion was to emphasise the i^;>parent disorepancies 
between the oral autopsy report whioh had originally been 
more fully reported in the FBI report Of December 9, 1963, 
and the results of the FBI Laboratory examination of 
President Zennedy's clothing worn at the Um of the ^ 
assassination, so oonclusion was reported in connection 
with this comparison. 

The FBI was aware that the President's CoMU.ssion 
was in possession of the complete written autopsy report 
j which had been prepared by medical personnel nt tto Be^sda 
i Vaval Bospital in connection with the autopsy of the b^ 
of the late President John F. Zennedy. In this connection, 
it will be noted that in the Commission's Beport on pages 
97-89, it is reported that Commander Bomes who oonducM 
the autmunr concluded the bullet which caused the wound in 
President Zennedy's body in the high ba^ 

been cut away by a tracheotomy performed on President Zennedy 
by Dr. Perry at Murkland Bospital in D^^ on ♦he amrnoon 
Sf Bovember 88, 1963, in a vain attempt to save the PresMent'i 
life. Dr. Pmrrj has corroborated the fact that he used the 
missile wound in the Presid nut's neck as the point of 
incision when the tracheotomy was performed. 
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